3.

The remaining portion of the wall (Fig. 23); special
detailing should ensure that only a portion of the
wall becomes ineffective.

Note*   it is assumed that two walls
do not become ineffective
simultaneously

Full panel
Ineffective, at
flank wall

Fig.  20     Examples of Ineffective Panels

Partial panel
ineffective at
interior wall

Continuous vertical connection

Ineffective  panel
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'Section A -  Partial Wall   Elevation

Partidl Plan

Fig. 21  Cantilever Mode - Two Adjacent Wall Panel Stacks

-39-hrough cantilever action of the remaining
